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TABLE E.I Support of U.S. Seismograph Networks for Fiscal
Year 1979 ($1000's)

Operations
(Includes
Installation
and
_____________________Instruments   Maintenance)   Total

High-Magnification Instrumental Networks (Sensitive)

U.S. Government     $508                         $2,447

(est. 1,000+)      (est. 5,000)   $6,459a

States                                   281                               986         1,267

Private companies

and other private

institutions      ___7                               523                          530

TOTALS .         $796                         $3,956        $8,256
Low-Magnification Instrumental Networks (Strong-Motion)

U.S. Government     $  670                    $1,811        $2,481
States (California)     260                           603                          863

Private companies

and other private

institutions         400                           170                          570

TOTALS                       $1,330                   $2,584        $3,914

Grand Total spent for seismograph networks:  $12,170
A breakdown of costs was not estimated by one,agency.